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‘*Follow-Up”’ The Important 
Part of the Dental Hygienist’s 
Program 


By CaTHERINE F. Lyncu, Eastuampton, Mass. 


Follow-up work is one important phase of a preventive 
dental program which seems to be most neglected, perhaps 
for the reason that it is at times the hardest and most diffi- 
cult to perform in that it demands contact with so many 
different types of people. Follow-up work may be grouped 
under the simple heads of “Why” and “How.” 

There would be no advantage in making mouth examina- 
tions and keeping records of same without the use of a 
follow-up system. Without it we would lose the advantage 
of another angle from which we might reach into the homes 
for further educational purposes. It is also a means of 
finding cases unable to obtain dental aid through financial 
difficulties. 

Perhaps before going further you might be interested in 
knowing briefly the procedure followed along preventive 


dental lines in Easthampton and how the follow-up work 
is successfully used in our program. Certainly Easthampton 
furnishes an excellent illustration for no other place could 
furnish a more varied background. 

Every child in grades one to seven receives a mouth 
examination at the beginning of the school term. If in need 
of dental work the following note is sent to the parent— 


To Parents: 

The school dental nurse has examined the teeth of 
your child. She finds that teeth need the attention 
of a dentist. 

Take this card to your dentist and he will know what 
needs to be done. . 

Boarp or HEALTH 


A record is kept of every child referred for dental work- 
At this time the following explanatory notice is sent to all 
parents— 


| 
| 
4 
7 


AMERICAN DENTAL HyGIENIsTs ASSOCIATION 


“MOUTH HYGIENE” 


The following is to give you an opportunity of knowing 
-something concerning the Mouth Hygiene work which is 
being carried on in the schools. 

Mouth hygiene is concerned principally with the mouth 
and its relation to general geod health. Its aim is to have 
every child with a clean mouth which, once attained, means 
healthy bodies. 

The school program consists of regular examination and 
cleaning of the teeth of every school child in grades one, two 
and three. A record is kept of each child’s mouth and the 
parent informed of the condition found. These records are 
consulted at various times during the school year, the child 

‘questioned and it is a simple matter to tell from time to time 
whether the necessary corrections are being made and if 
the child is taking care of his mouth as he should. 

The children in grades four to seven also receive a yearly 
examination and are instructed in the class room in the 
care of the mouth and its relation to general health. 

Some parents say they send their children to school to 
learn to read and write, not to have their teeth cleaned. 
How many of you have ever tried to chew food on badly 
decayed teeth? You did not have much success, did you? 
You practically swallowed the food whole. After a time 
you suffered from indigestion. Children are no different 
from grown folks. If they cannot chew their food properly, 
their whole system is thrown out of order—not only this, but 
decayed teeth catch food and hold it where it decays. When 
clean food is put into the mouth the particles of decayed 
food are carried into the stomach causing various illnesses. 
All these things make for a poorly built body. If your 
child is physically unfit, he cannot do good work. 

Your children do need to be taught to care for their 
teeth just as much as they need arithmetic or spelling. 
What good are brilliant minds if your children cannot use 
them because their bodies are in an unhealthy condition? 
Unless you look to their bodies you will not have healthy 
men and women. As long as children’s teeth are decayed 
their bodies will suffer. 


4 
ae 
4 q 


AMERICAN DENTAL HycGIEnNists ASSOCIATION 5 


The dental hygienist can only do so much. After she has 
done her part, you will have to help. Let me urge you to 
think about this. See to it that your children will not suffer 
because of your neglect to consult your dentist when the 
hygienist advises you to do so. 

Boarp oF HEALTH 


Prophylactic treatments are given in the first three 
grades only. The educational work covers the first seven 
grades. Periodic visits are made to the classes to check up 
on those children previously referred for dental work. The 
educational work consists of talks on the How, When and 
Why of the toothbrush, and illustrated nutrition talks. 
Here I may mention that through the cooperation of the 
teachers we have tooth-health correlated with the silent 
reading lessons in the primary grades. 

We have no reparative clinic in Easthampton. The town 
annually appropriates a blanket fund of $300.00 to care for 
the cases brought to light through our follow-up work. 
The child is given a note permitting him to have dental 
work done gratis and he is at liberty to select his own dentist 
just as his father under the Workman’s Compensation Act 
would be free to choose whatever physician he desires 
should he meet with an accident while working. At the end 
of the fiscal year the four town dentists send in their reports 
of work done and the $300.00 is divided pro rata. 

Besides the High and Continuation schools the town con- 
tains eight elementary schools, five public and three paro- 
chial. Of the parochial one is English speaking, one French 
and one Polish. Here we have three distinct problems be- 
cause they represent three distinct types. 

Because of the lack of English and of education along 
health lines among the parents of foreign birth some system 
for following up cases is absolutely necessary. Their native 
living conditions were such that dental work for them has 
been comparatively unnecessary but they have yet. to be 
educated to the necessity of mouth hygiene for their children 
whose mode of living is so entirely different from that of the 
parent in the other country. Without some system of 
follow-up work very little would be done for those children 
who had previously been referred for dental work. 
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The object of the follow-up work is to ascertain if the 
parents understand the nature of the mal-condition reported 
and that steps are taken to remedy same. 

The first step in this direction comes through the medium 
of the class room. About one month after the first notice of 
dental defects has been sent home the classes are visited 
to check up on the children who have been to the dentist 
and those who have not. 

At this time we form our own conclusions as to who will 
cooperate and who will not, whether through lack of a clearer 
understanding, lack of interest or of finances. On these 
visits we will be informed by at least half a dozen children 
that the parents say there is no need of going to the dentist 
that those teeth will eventually fall out. Here we have an 
‘ opportunity of enlightening the parent through the child. 

When the third visit is made and we still have no response, 
one of the following letters is sent as the case requires: 


has second teeth in his mouth which 
show decay. This matter has been called to your attention 
at least twice. You have shown no inclination in the matter. 
Further delay will mean a permanent loss of these teeth 
which a child cannot afford at this time and will, if persisted 
in, encourage the loss of other second teeth. Won’t you 
please obtain the advice of your dentist in this matter? 

Boarp or HEALTH 
Dental Hygienist. 


Board of Health, Easthampton, Mass. 


I have again examined teeth and 
find that some still need attention. I would suggest that 
you have | visit your dentist for his 
advice. 


The baby teeth serve as guide posts for the second teeth. 
Each baby tooth has a certain time to come out and in the 
event they become decayed and are not taken care of and 
are lost too soon, it means that the second teeth, having lost 
their guides come in in an irregular fashion. Also, when the 
baby teeth are decayed it means that the second teeth in 
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many instances must come through into infected areas. 
Hence the necessity of taking care of the baby teeth. 

The second teeth are the last teeth to come into the mouth 
and once lost are never replaced. For this reason it is im- 
perative that second teeth be well taken care of. 

Dental Hygienist. 


All communications to parents are written in English, 
Polish or French as the case requires. Very often we meet 
with no favorable action from children whose parents we 
know would do the right thing. This leads to the conclu- 
sion that there must be some misunderstanding and the 
telephone is the logical means of meeting that case, or a 
home visit is made. Very often these parents will try to 
hide their evident neglect in saying that they didn’t under- 
stand it was a case of the child’s second teeth, despite the 
fact that all previous notices specified this. It is the con- 
stant keeping the thing before the parent’s mind that 
brings the result. 

It will invariably happen that a child reports he has been 
to the dentist but upon examination it is found that the 
work consisted in the extraction of one or more deciduous 
teeth or a badly decayed six-year molar—nothing having 
been done in the way of reparative work for further preven- 
tion for which he was recommended. Here again comes 
the opportunity for educational work through follow-up. 

Now, you are sure to ask “Where do you get time for 
this?” At first it is just a case of “Make haste slowly.” 
We consider we are laying the foundations for less work in 
the future. We cannot expect in one year or two years to 
accomplish the end to its fullest extent. But the number of 
cases grows steadily less year by year. 

Once the parents are educated to a point of cooperation 
thru “Johnny” not only “Johnny” but all his younger 
brothers and sisters are to come off the list for the future. 
Of course there will always be some families whom we can- 
not reach. However, we are often pleasantly surprised 
when some child from a supposedly hopeless family smilingly 
announces that he has been to the dentist. It may be that 
it was for extractions only and that the dentist met with no 


8 AMERICAN DENTAL HyGIENIstTs ASSOCIATION 


apparent success in trying to convince the parent of the 
need for permanent fillings, yet the mere presence of that 
parent at the dentist’s office is one step toward the desired 
end. 

We look forward to the time when our present generation 
will be the parents of tomorrow and through their better 
educational advantages follow-up work with their children 
will be less arduous. 

So, we travel hopefully along. 


An order of the Mexican Federal Department of Public 
Health prohibits the importation and manufacture of baby 
pacifiers on the ground that they are a menace to the health 

of babies. 
—Reprinted from Child-Welfare News Summary. 


Much has been written about the effect of civilization 
upon the physical condition of primitive peoples. New 
evidence on this subject is presented in the December issue 
of Public Health, the official organ of the Society of Medical 
Officers of Health (Great Britain), which quotes from the 
Medical Fournal of South Africa a report of an examination 
of the teeth of a large group of Bantu children living in the 
Kraal native villages in the Transvaal. A careful examina- 
tion of 6,179 children of school age living in more or less 
primitive surroundings showed that less than 20 per cent 
were free from dental defects. The investigation indicated. 
that there is no great difference between the present-day 
European child and the pure aboriginal child as regards the 
incidence of caries in the primary teeth: a slight difference 
appears in the permanent teeth, the difference being in favor 
of the aboriginal. 

Fully 45 per cent of these South African native children 
had at least mild physical defects, due chiefly to malnutri- 
tion. The physician who made the examinations considers 
that the presupposition that aboriginal children are less 
prone to the so-called diseases of civilization rests upon 
insufficient data. 


—Reprinted from Child-Welfare News Summary. 
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The Dental Machine 
CHAPTER II 
By E. MELVILLE QUINBY, M.R.C.S., L.R.C.P., D.M.D. 
Boston, Mass. 
THE DENTAL MACHINE—FITTING OF PARTS 


It has been pointed out in previous articles that our 
ambition is to make it clear exactly what is the basis of our 
attempt to spread the doctrine of tooth salvation. That 
principle is one which is applicable to the building and up- 
keep of any machine, for it is as certain as “eggs is eggs’ 
that the natural arrangement of teeth is on the lines of a 
wonderful machine. This mechanism has certain definite 
duties assigned to it by Nature, and any defect will interfere 
with its proper function and react to the detriment of the 
whole system. . 

We are now ‘specially concerned with the fitting of the 
parts of the dental mechanism, and we wish to point out 
now with a serious note of warning of the results of inatten- 
tion to our advice that a very small percentage of the mouths 
containing teeth which donotfit each other and work smooth- 
ly in action can possibly expect to wear well. 

It is a startling fact that at least 90 per cent of the human 
sets of teeth are not in proper alignment. Authorities wil] 
tell us that, if by any chance an individual does possess a 
perfect set of teeth, the loss of one tooth or part of a tooth 
is capable of deranging the function of the whole set. The 
reason is that teeth on each side of a space will move some- 
what, as a rule tip either forward or backward. That means 
as unusual application of force on the opposing teeth, a side 
thrust instead of a direct up and down push. The power 
expressed in masticating is very great and Nature provides 
the resistance necessary in the surrounding tissues, the tooth 
socket and its membrane and gums, but when, owing to loss 
or misplacement of teeth, the forces become irregular, there 
is very likely to be a breaking down of supporting tissue. 
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In this way (so-called) pyorrhea, where we see inflamed 
and bleeding gums, or a recession of gum tissue accompanied 
with a loosening of the teeth, is slowly or rapidly set up, with 
the inevitable result, unless properly treated, of loss of 
teeth. Maiy thousands of teeth are thus lost. “They were 
quite sound but fell out,” the patient will say. How are 
we going to prevent this breaking up of the machinery? We 
have already discussed at length the way to build up the 
various units of our dental machine and the advice given 
holds good for the treatment of the second factor in the 
development and upkeep of the dental machine, viz., the 
fitting of the parts. 

Through the right kind of diet suitable to age and en- 
vironment we obtain the hard and soft tissues capable of 
‘standing the necessary wear and tear of duty. For more 
specific details, the reader is referred to earlier articles on 
the oral machine (building up). 

Coming to hints or measures to insure proper alignment 
or fitting of the dental units, we can divide our processes 
into: 

1. Educational. 

2. Practical. 

1. We can educate mothers, and possibly fathers, that as 
an irregular set of teeth is probably due to want of develop- 
ment or disease of the — dentition, not the second, it 
behooves the guardian of a child’s welfare to see that the 
baby’s teeth are wisely cared for. When the set of twenty 
“pearls” are in evidence, they should be cleaned and exer- 
cised. They should be brushed carefully after food and the 
gums massaged. The foods should be coarse enough and 
sufficiently hard to require thorough mastication. This 
gives the right kind of exercise and stimulates development 
of the jaws and supporting tissue. It is wise any time after 
the second year of life to enlist the services of a competent 
dentist to periodically examine the child’s teeth. But a 
parent should be quite capable of observing certain facts 
about the child’s mouth. For instance, at the age of five or 
six, look out for the eruption of the first permanent molars 
which frequently emerge through the gums without any 
“flourish of trumpets,” beyond the second baby molars and, 
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frequently taken by unsuspecting mothers for baby teeth, 
are, in many cases, allowed to decay before their very eyes. 

To summarize, then, for building up and fitting of parts 
of a strong and efficient oral machine: 

A. Diet for mothers—A mixed one containing 

(1) In Pre-natal Period—Essentials for growth of skeleton 
and teeth. 

(2) Nursing Period—Plenty of milk, leafy vegetables, 
whole wheat bread and cereals, fruit water. 

(3) For Child—Breast Fed—Weaned ataboutninthmonth, 
with gradual addition of hard foods (cooked) as teeth erupt; 
as child grows older, food should approximate the reasonable 
mixed diet containing protein, fats, carbo-hydrate, mineral 
salts, water and vitamines. 

All food should be masticated well. 

The parent should look for early signs of malocclusion in 
child (non-fitting of parts): 

(a) Open bite. 
(b) Excessive over-bite. 
(c) Want of separation in incisor teeth. 

Bad habits—thumb sucking, finger sucking, tongue suck- 
ing, lip sucking, pacifiers—should be prevented. 

2. Routine mouth-toilet (at home and at office) to prevent: 

.(a) Loss of masticating power. 
(b) Maloclussion (crooked) 

(c) Decay. 

(d) Pyorrhea. 

(e) Nervousness. 

(f) Poor scholarship. 

If at the age of five to seven years distinct signs of crooked 
teeth are present: 

(a) Dental orthopedics (expending arches). 
(b) Orthodontia (straightening). 
(c) Extraction (in individual cases). 

Attention to the above details should help most effectively 
in development of a strongly built, well fitting set of units 
for the dental machinery. 


(To be continued) 


Reprinted by permission of the author. 
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Editorial 


“KEEPING UP” 


Keeping up with all of the facts, fancies and fads that are 
these days being presented to the public is an almost im- 
possible task unless one devotes one’s entire time to that 
alone. It entails the reading of countless papers, articles, 
books, magazines; the attendance at many lectures and dis- 
cussions; all of which fills the devotee’s mind with so much 
material that the devotee is in a state of perplexity regard- 
ing what is sound and what is mere phantasy. Distinguish- 
ing between the two, determining just what is based on 
actual thought and reasoning or what is simply the out- 
growth of a mind that pours out a stream of so-called knowl- 
edge, requires a clear-thinking, analytical, alert reasoning, 
based upon inalterable facts and intelligence. Such a 
reasoning can only result from profound, constant study. 
Study which includes the consideration of every detail of 
every even remotely allied subject. By this method, alone, 
can one be well versed in any particular line. 

Words are the medium, adopted by man, for conversation. 

Written words are cold but they do enable us to absorb 
and benefit from the ideas and thoughts of people far from 
us. They afford us a constant supply of information, some 
valuable and some valueless, from which we may select for 
our own consumption that which appeals to us as sound or 
rational. Written words are set down in “black and white” 
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and may be referred to at any time for corroborating im- 
pressions or statements. Written words are the ever con- 
crete blocks upon which opinions depend. Written words 
have decided value. 

Spoken words are more illusive. They are said and then 
vanish. One’s finger cannot be laid upon them. They can- 
not be used as evidence of facts. 

But spoken words carry with them a personal sensation, a 
distinct feeling that what the s has to say is vital, 
that it has meaning, that it has life! The personal contact 
between speaker and listener in an effect which can- 
not be obtained from merely reading written words. It is 
this effect whether it be of amicable or adverse nature that 
leads to active intelligence. 

Written words and spoken words have their relatively 
important places in our struggle of “keeping up.” Each 
is of value and both are necessary. 


MASSACHUSETTS 


The Metropolitan District of the Massachusetts Dental Hygienists 
Association held their monthly meeting at the Boston Square and 
Sg ss Club, Monday, March 7. There was a record attendance and 

r, Edwin Kent of Boston delivered an interesting and illuminating 
on “Personal Efficiency.” 


The sixth annual meeting of the Massachusetts Dental Hygienists 
Association will be held in Boston on May 2-6, 1927. Conferences are 
being planned for dental hygienists interested in school work, clinics 
and industrial work. 


All dental hygienists from Massachusetts as well as other states are 
cordially invited to attend this convention. 


M. Secretary, 
178 Marlborough Street, Boston. 
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ANNUAL MEETING 
THE DENTAL HYGIENISTS ASSOCIATION 
of the State of New York at Statler Hotel, Buffalo, N. Y. 
May 18th to 20th, 1927 


PROGRAM 
Wednesday, May 18th, 2:15 P. M. 
Address of Welcome: 
Guy M. Fiero p.p.s. Buffalo, N. Y. 
President New York State Dental Society 
Response: 
Anna V. Hughes, D.m.p. New York City 
Professor Preventive Dentistry, Columbia Univ. 
Speakers: 
Harvey J. Burkhart, p.p.s. Rochester, N. Y. 
Director Rochester Dental Dispensary 
“What does Your Profession Mean to You?” 
A. C. Fones, pD.Dp.s. Bridgeport, Conn. 
Daniel H. Squire, p.p.s. Buffalo, N. Y. 
“Phases of Oral Hygiene” 


Thursday, May 19th, 2:15 P. M. 
Opening Address: 

Thaddeus P. Hyatt, p.p.s. New York City 
Speakers: 
S. R. Meaker, p.p.s. Albany, N. Y. 

State Superintendent of Oral Hygiene 
“Things to Know and Bear in Mind.” 
Albert P. Sy, M.s., PH.D. Buffalo, N. Y. 
“The Relation of Diet to Teeth.” 
C. J. Hollister, p.p.s. Harrisburg, Pa. 
Chief, Dental Division, Pennsylvania State 
Board of Health 
“What Oral Hygiene Has Accomplished in 


Pennsylvania.” 


The social part of this convention will include: a luncheon; 
the Oral Health dinner and dance; a trip to Niagara Falls. 
The clinics are well planned and will be interesting and in- 
structive. Mary A. Owen, Secretary. 

28 Tremaine Ave., Kenmore, Buffalo 
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A recent report by the Secretary of the Virginia State 
Board of Education points out that of 383,936 children in- 
spected by the teachers in the public schools of Virginia last 
year, 203,130 pupils had defective teeth and forty per cent 
of the school absences are due to dental disorders. This 
represents over thirty-five and a half million school days. 

—Nation’s Health—Dec. 1926 


Without good teeth there can not be thorough mastication. 
Without thorough mastication there can not be perfect 
digestion. 
Without perfect digestion there can not be proper assimila- 
tion. 
Without proper assimilation there can not be nutrition. 
Without nutrition there can not be health. 
Without health, what is life? 
Hence the paramount importance of the teeth. 
‘ Richard Grady, M.D., D.D.S. 


CONNECTICUT 


The Connecticut Dental Hygienists Association will hold its annual 
meeting in conjunction with the Connecticut State Dental Association 
meeting on Friday, April 29th, at the Mohigan, New London. All 
dental hygienists in Connecticut and from all other states are given a 
cordial invitation to attend the meetings at this time. 

Connecticut takes this opportunity to extend its very best wishes to 
the editorial staff for the success of the Journal of the American Dental 
Hygienists Association, and we heartily pledge ourselves to any assis- 
tance we may be able to give. 

VirciniA Case, Secretary, 


750 Main Street, Hartford, Conn. 


MICHIGAN 


The Michigan State Dental Hygienists Association will hold its 
annual meeting, Friday April 22, 1927, at the Pantlind Hotel, Grand 
Rapids, Michigan. 

Estuer F. Ursanowicz, Secretary, 
1225 David Whitney Bldg., Detroit. 
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Local Treatment of 
Localized Infection 


Upon this hypothesis rests Doctor Bunting’s 
method of arresting dental caries. By all means 
correct, as far as possible, dietary defects and urge 
the patient to choose food properly balanced in 
regard to all the elements. But, according to 
Bunting, dental caries is the result of the acid 
fermentation of food debris by oral bacteria and 
the most direct attack upon such agents is to des- 
troy them by germicides. 


In 1908 Dr. N. S. Jenkins incorporated cleans- 
ing and germicidal properties into Kolynos Dental 
Cream by the use of carefully selected ingredients. | 
Kolynos washes adherent debris from the tooth and 
gum surfaces in a gentle and efficient manner, ex- 
posing the oral bacteria to the action of the germi- 
cidal components of this dentifrice. Following the 
use of Kolynos the mouth bacteria are materially 
reduced in number and the mouth is clean, re- 
freshed and sanitary. 


May we send a professional package to your office? 


THE KOLYNOS COMPANY 
New Haven, Connecticut 
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Absolute 
INDEPENDENCE 


Is Unknown in Nature 
Success is attained only by Proper Combi- 
nations. In BS Polishers you have 
the Combination of the 


Gentle Polishers With the “Pep” 


For universal use they are not exceeded by any. 


BS Polishers and Young’s short Right-angle mandrels with 
Protectors form another most valuable combination. 


With them you can polish every exposed surface of the teeth 
in any part of the Dental-arch as well as under the free 
margin of the gums. 


They wrap themselves around the teeth; follow their contours 
and do not cut or tear the gums. 


Use your favorite cleaning and polishing materials. 


There is a booklet of Useful 
Order from Your Information awaiting you. 
Dealer A post card will get it. 


TRADE = MARK 
Young Dental POLISHERS 
60 cents per dozen 
Mfg. Co. Young’s Mandrels 
4958-60 Suburban R. W. 


ST. LOUIS, MO., U.S.A. 
For Handpiece 5 cents each 


Fort Right Angle with Protector 
15 cents each 
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HOSPITAL 


is the place to go to when one is sick. 


Nobody would dream of living in a 
hospital in order to keep healthy. 


Why, then, feel like a hospital each time 
you wash your mouth? 


Why make your patients use a denti- 
frice brimful of drugs, medicaments 
and dope? 


There is no hokus-pokus in WAITE’S 


Dental Cream: 


WAITE’S just washes your teeth; it 
washes, but it does not hurt gums nor 
teeth: because it is pure enough to eat, 


literally. 
& 


DENTAL CREAM 


Made by 
THE ANTIDOLOR MANUFACTURING COMPANY 
SPRINGVILLE, ERIE COUNTY, NEW YORK 


COUPON 
Send me a free D. H. package of WAITE’S Dental Cream. 


Street 


City 
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Speaking of Dental Floss Silk 


“Referring to quality, the name of Johnson & Johnson is mentioned first and is 
used as the highest standard for purpose of comparison.” 


The Dental Supply Dealer who made that remark at a recent dental exhibit perhaps 
did not stop to think just what had brought about such a condition or the length of time, 
the hard work, the study and the expense that had been necessary to build a reputation 
that would be the cause for his making such a statement. Johnson & Johnson have been 
for years the largest manufacturers in this country or in the world of Dental Floss and Silk 
Ligatures for dental and surgical uses only. Many years of practical experience and careful 
study into the requirementsof the case combined with perfect equipment in special machinery 
designed especially for the purpose have resulted in the production of a complete line of 
Dental Floss in a variety of forms and sizes and put up in the latest improved containers 
combining convenience in use and maintaining perfect cleanliness of the silk. 

Manufactured under conditions of surgical cleanliness in factories devoted to the 
production of surgical dressings, it is all that is claimed for it—the best and most complete line 
of Dental Floss Silk that has been offered to the dental profession. Johnson & Johnson’s 
guarantee goes with it, and a point that should be borne in mind is that the prices are no 
higher than for other kinds. 


Sold by leading dealers in Dental Supplies 
in every country in the world. JOHNSON & JOHNSON 


Specify Johnson & Johnson’s New Brunswick, N.J., U.S.A. 


CRESCENT 


Improved Mandrel Mounted 


BRUSHES |A POSITION 


Patented 


Meet all the sanitary require- for a D EN TAL 
ments of the oral hygienist. 
then discarded, or can be steri- 
lized by all modern methods Y 
and used until worn out. H G I E N I S T 
Made from the best bristle ob- 
that it is impossible to pull out the 
oo Always fit the handpiece in a private office in Buffalo, N. 
perfect 
on to pumice polis! hing 
material from entering the Handpiece. 
satisfy the most exacting doctor. Are sold on Particulars regarding this posi- 
PRI Z Toss 
Universal No.7, han d piece 40 $4.00 tion may e obtaine rom 
Right A . 2 handpiece 7 
Tou Deed Mary Owen, 28 Tremaine Ave. 
MANUFACTURED BY 
Crescent Dental Manufacturing Co. Kenmore, Buffalo. 
Manufacturers of Crescent Broaches Since 1900 
1837-45 South Crawford Ave. Chicago, Ill 
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JUST PUBLISHED 


THE DENTAL ASSISTANT 


By Emma J. McCaw, R. N. Introduction by Dr. C.N. Johnson, Chicago. 


all original. Price, cloth, postpaid, $1.50. 


This book aims to be useful in the 
most practical way, to the young 
woman assistant who is anxious to 
render efficient aid to the dentist 
with whom she is associated and who 
has at heart the welfare of her 

atients. It also hopes to relieve, 
in some small way, the strain 
placed upon those doctors whose 
duty it is to teach the new assistant. 


Every effort has been made to : 
describe in a clear manner the de- : 
tails of procedures, and the reasons : 
for each, so that the assistant may : 
follow the reading intelligently and : 
bring to her work some scientific : 


method. 
CONTENTS 


1. The Assistant—Her Relation to the Patient 


and to the Operator 
2. Office Management ont Recordkeeping. 


Mail the coupon today. 


120 pages, with 22 illustrations, 


Inflammation and Steriliza- 
ion. 


. Hygiene and Sanitation. 
. Anatomy and Physiology for the Dental 
Assistant. 


3 
4 
5 
6. Operating Room Observances and Surgical 
Technic. 
7. Anesthesia. 

8 

9 


. Preparation of Anesthetic Solutions, Nar- 
cotics ad Stimulating Drugs. 


- The Dark-Room. 
10. The Dental Laboratory. 
11. Psychology in the Dental Office. 


A.D.H.A. 
Cc. V. MOSBY CO., Publishers, 
3523-25 Pine Blvd., St. Louis, Mo. 


Send me a copy of the new book 
by McCaw—THE DENTAL AS- 
SISTANT. Price $1.50 


Name 
Address ................ 


If the book is not satisfactory, your money will be refunded. 


Your Dentists Prescribe 


odiphen 


FOR 
Post-extraction 
Pyorrhea 
Vincent’s Angina 
Antrum infection 

YOU too should become tho- 
roughly acquainted with 
SODIPHENE. 


Mail coupon for complimentary pro- 
fessional package. 
THE SODIPHENE CO., 


2531-33 Pennway KANSAS CITY, MO. 


Address 


To Dental Hygienists 


and Dentists: 


If you will patronize our advertisers 
it will be helpful to the companies 


whose products are advertised in 


The Journal 


and who are indirectly helping 
in the maintenance of your 


publication. 
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COTTON ROLLS 


Now backed by the “THOROUGH” guarantee 


Another rye oe of A. D. P. complete dental service! Pn 
product o highest quality—processed to give 
maximum of absorption. 


Carefully treated to secure complete surgical cleanli- 
ness and insure neutral reaction when used. Every roll 
absolutely uniform in quality and clean cut at ends. 
Packed in to use, full 
accurate count. urnis customary gths, 
diameters and 


AssociATED DENTAL Propucts, Inc. 


Charter Reg. U. S. Pat. Off. 
Executive Headquarters 
1560 Broadway New York, U. S. A. 


Cable Address:—“Dentalock,” New York ABC Code—5Sth Ed. Improved 


a4 pre TRADE MARK 

4 
wed ; 

Write for samples-and descriptive leaflet. 

J 


MARK 


ROLLS 


Also a Part of A. D. P Service 


You may prefer pulp-fibre dental rolls—if so,they are - 
peer part of the A. D. P. complete service to 


High e pulp is thoroughly bleached; made into 
fluffy, highly absorbent rolls; sterilized and cut; then 
packed in dust-proof boxes. Regular sizes, diameters 
and assortments. A uniform product of standard 


ASSOCIATED Dentat Propucts, Ine. 


Charter Reg. U. S. Pat. Off. 
Executive Headquarters 


60 Broadway New York, U.S. A. 


Cable Address:—“‘Dentalock,” New York ABC Code—Sth Ed. Improved 
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